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A-54-OD 

3MP Outdoor Dome Camera 


Overview 


• 3 megapixel resolution 
•SOfpsat 1Q80P 

• Motorized VF lens 

• IP66 

> True WDR 120db 

• Analytics: 

Defocus Detection, face detection, audio 
exception detection & intrusion detection 

• Built-in heater 

• 3-axis (pan/tilt/rotation) positioning 

• IR cut filter with auto switch 

• Two-Way audio 

• Video Insight VMS License Included 


advidia 



Technical Specifications 


Device 


Image Sensor: 

1/2 8' Progressive Scan CMOS 

Min. Mumi nation: 

0.01 Lux ♦(FIJ.AGC ON), 0 Lux with IR 

0.014 Lux 9IF1.4.AGC ON). 0 Lux with IR 

Shutter Time: 

Is to 1/100,000 s 

Lens: 

2 JB - 9 mmg F1.4, angle of view : 91.2*-28.3* 

Auto Iris: 

DC drive 

Angle Adjustment: 

Pan: 10*-355*, Tilt 0- 75*, Rotation: 10-3S5* 

3-Axis Adjustment 

Yes 

Lens Mount 

♦14 

Digital Noise Reduction: 

3DDMR 

WDR Range 

120db 

Compression Standard 


Video Compression: 

H.264.MPEG4.MJPEG 

Bit Rate: 

32 Kbps'* 16 Mbps 

H.264 Type: 

Baseline Proftle/Main Profile/High Profile 

Audio Compression: 

G.711/G.722.1/G.728/MP2L2 

Audio Bit Rate: 

64Kbps(G.711) / 16KbpS(G.722.1) / 16Kbps(G.726)/32- 
128Kb ps(MP2L2) 

Image 


Max. Image Resolution: 

2048x1536 

Frame Rate: 

45fps(2048 x 1536), 60fps(1920 x 1080) /(1280 « 960)/(1280 x 720) 

ROI (Region of Interest): 

Users can configure up to 4 areas in all the three streams. 

BLC (Back Light Compensation: 

Support, Zone optional 

Defog: 

Support 

Day/NIght Switch 

Auto/Schedule/Triggered by alarm in 




Technical Specifications 


Network 


Analytics & Alarm Trigger: 

Line crossing Detection, Intrusion detection. Scene change detection. Defocus detection, audio exception detection. 
Motion detection. Face detection. Dynamic analysis. Tampering alarm. Network disconnect, IP address conflict 

Protocols: 

TCP/IP,ICMP,HTTP,HTTPS,DHCP,DNS.RTP,RT5P,RTCP, NTP,SMTP,5NMP,IGMP,IPv6,BonjOur 

Security: 

User authentication, watermark. IP address filtering, anonymous access 

System Compatibly: 

ONVIF. PSIA. 

Interface 


Communication Interface: 

1 RJ45 10 M/100 M Ethernet interface 

Audio Input: 

1-ch 3.5 mm audio interface. Me in/Une in 

Audio Output: 

1-ch 3.S mm audio interface 

Alarm Input-Output 

1/1 

Reset Button: 

Yes 

On-Board Storage: 

Built-in Micro SO slot up to (64 GB) 

General 


Operating Condttions: 

-40* F - 140* F (-40*C-60*q Humidity 95% or less (non-condensing) 

Power Supply: 

12 VDC ± 10%. PoE (802Jaf) 

Power Consumption: 

Max. 12W 

Impact Protection: 

IEC6006S-2-75Eh, 50J, ENS0102, up to K10 

Weather Proof Rating: 

IP66 

IR Range: 

Approx. 30-90ft (10 to 30 meters) 

Dimensions: 

06.29" X5.75* (0164.9 x 127 mm) 

Weight 

4.62lbs (2095g) 

Software: 

Includes Video Insight VMS license 

Accessories: 

A-MWM A-MC-OO A-44-Pendant 

% « 1 

A-Pole Mount A-CNR A-Smoke Dome 

f Q| A 


advidia 


E-37-V 

Dome Camera 


Overview 

• 3 megapixel resolution 

• H.264 & MiPEG dual-stream encoding 

• WDR with Day/Night (ICR), 3DNR, AWB, AGC, BLC 

• 2.7-12mm Auto focus motorized lens 

• 3-axis positioning 

• IP67, IK10, PoE 

• Micro SD card slot, up to 128GB 

• IR LEDs Length 30m 

• Video Insight VMS License Included 

Technical Specifications 


advidia 




Device 


Image Sensor: 

1/3* 3Megapixel progressive scan CMOS 

Scanning System: 

Progressive 

Electronic Shutter Speed: 

Auto/Manual, l/3(4)~l/100000s 

Min. Illumination: 

0. lLux/F1.4 (Color), 0tux/F14(IR on) 

Wide Dynamic Range: 

WDR (>50dB) 

3-Axis: 

Yes 

Camera Features 

Max. IR LEDs Length: 

30m 

Day/Night: 

Auto(ICR)/Color/B/W 

Backlight Compensation: 

BLC/HLC/DWDR 

White Balance /6ain Control: 

Auto/Manual 

Noise Reduction: 

30 

Privacy Masking: 

Up to 4 areas 

Lens 

Focal Length: 

2.7mm~12mm F1.4 : H: 92*-28* 

Focus: 

Auto 

Lens Type: 

Motorized/Fixed Iris 

Mount Type: 

Board-in Type 

Video 

Compression: 

H.264,MJPEG.MPEG4 

Resolution: 

3M(2304x1296) 2MP(1920xl080) 1.3MP (1280x960) 

3M& 2MP/1080P(20fps) (1.3MP/2S/30fps) 




Technical Specifications 


Network 


Ethernet: 

RJ-45 |10/100Base-T) 

Wi-Fi: 

NO 

Protocol: 

IPv4/IPv6, HTTP, HTTPS, SSL, TCP/IP, UDP, UPnP, ICMP, IGMP, SNMP, RTSP, RTP, SMTP. NTP, DHCP, DNS, 

Compatibility: 

ONVIF, CGI 

Interface 


Memory Slot: 

Micro SD slot: up to (128GB) 

RS485: 

N/A 

Alarm: 

Motion detection 

General 


Power Supply: 

DC12V, PoE (802.3af) 

Power Consumption: 

<8.SW 

Working Environment: 

-30*C~r60*C, Less than 95% RH 

Ingress Protection: 

IP67 

Vandal Resistance: 

IK10 

Dimensions: 

<J>122mmx89mm 

Weight: 

0.5kg 

Audio: 

NO 

Accessories: 

E-A137-JB E-B200-FM E-B203-WM A-Pde Mount 

~ 

A-CNR E-A152-PM E-A152-CM 
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Storage and Bandwidth Calculator 

Qty Resolution 

Compression Data Rate (Kbps) FPS Motion Days Bandwidth (mbps) 
% 

Storage(GB) 

0 

LiiJ 3m iJ L 

H.264 ▼ |3135 10 40 30 112.86 

13296.96 

+ Add Row 




36 

112.9 Mbps 

13.30 TB 


The bitrate of each resolution is 

based on an average. Actual results may vary based on the amount of motion and complexity of the image. 
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A-54-OD 

3MP Outdoor Dome Camera 


Overview 


• 3 megapixel resolution 
•SOfpsat 1Q80P 

• Motorized VF lens 

• IP66 

> True WDR 120db 

• Analytics: 

Defocus Detection, face detection, audio 
exception detection & intrusion detection 

• Built-in heater 

• 3-axis (pan/tilt/rotation) positioning 

• IR cut filter with auto switch 

• Two-Way audio 

• Video Insight VMS License Included 


advidia 



Technical Specifications 


Device 


Image Sensor: 

1/2 8' Progressive Scan CMOS 

Min. Mumi nation: 

0.01 Lux ♦(FIJ.AGC ON), 0 Lux with IR 

0.014 Lux 9IF1.4.AGC ON). 0 Lux with IR 

Shutter Time: 

Is to 1/100,000 s 

Lens: 

2 JB - 9 mmg F1.4, angle of view : 91.2*-28.3* 

Auto Iris: 

DC drive 

Angle Adjustment: 

Pan: 10*-355*, Tilt 0- 75*, Rotation: 10-3S5* 

3-Axis Adjustment 

Yes 

Lens Mount 

♦14 

Digital Noise Reduction: 

30 OMR 

WDR Range 

120db 

Compression Standard 


Video Compression: 

H.264.MPEG4.MJPEG 

Bit Rate: 

32 Kbps'* 16 Mbps 

H.264 Type: 

Baseline Proftle/Main Profile/High Profile 

Audio Compression: 

G.711/G.722.1/G.728/MP2L2 

Audio Bit Rate: 

64Kbps(G.711) / 16KbpS(G.722.1) / 16Kbps(G.726)/32- 
128Kb ps(MP2L2) 

Image 


Max. Image Resolution: 

2048x1536 

Frame Rate: 

4Sfps(2048 x 1536), 60fps(1920 x 1080) /(1280 « 960)/(1280 x 720) 

ROI (Region of Interest): 

Users can configure up to 4 areas in all the three streams. 

BLC (Back Light Compensation: 

Support, Zone optional 

Defog: 

Support 

Day/NIght Switch 

Auto/Schedule/Triggered by alarm in 




Technical Specifications 


Network 


Analytics & Alarm Trigger: 

Line crossing Detection, Intrusion detection. Scene change detection. Defocus detection, audio exception detection. 
Motion detection. Face detection. Dynamic analysis. Tampering alarm. Network disconnect, IP address conflict 

Protocols: 

TCP/IP,ICMP,HTTP,HTTPS,DHCP,DNS.RTP,RT5P,RTCP, NTP,SMTP,5NMP,IGMP,IPv6,BonjOur 

Security: 

User authentication, watermark. IP address filtering, anonymous access 

System Compatibly: 

ONVIF. PSIA. 

Interface 


Communication Interface: 

1 RJ45 10 M/100 M Ethernet interface 

Audio Input: 

1-ch 3.5 mm audio interface. Me in/Une in 

Audio Output: 

1-ch 3.S mm audio interface 

Alarm Input-Output 

1/1 

Reset Button: 

Yes 

On-Board Storage: 

Built-in Micro SO slot up to (64 GB) 

General 


Operating Condttions: 

-40* F - 140* F (-40*C-60*q Humidity 95% or less (non-condensing) 

Power Supply: 

12 VDC ± 10%. PoE (802Jaf) 

Power Consumption: 

Max. 12W 

Impact Protection: 

IEC6006S-2-75Eh, 50J, ENS0102, up to K10 

Weather Proof Rating: 

IP66 

IR Range: 

Approx. 30-90ft (10 to 30 meters) 

Dimensions: 

06.29" *5.75" (0164.9 * 127 mm) 

Weight 

4.62lbs (2095g) 

Software: 

Includes Video Insight VMS license 

Accessories: 

A-MWM A-MC-OO A-44-Pendant 

% « 1 

A-Pole Mount A-CNR A-Smoke Dome 

f Q| A 


advidia 


E-37-V 

Dome Camera 


Overview 

• 3 megapixel resolution 

• H.264 & MiPEG dual-stream encoding 

• WDR with Day/Night (ICR), 3DNR, AWB, AGC, BLC 

• 2.7-12mm Auto focus motorized lens 

• 3-axis positioning 

• IP67, IK10, PoE 

• Micro SD card slot, up to 128GB 

• IR LEDs Length 30m 

• Video Insight VMS License Included 

Technical Specifications 


advidia 




Device 


Image Sensor: 

1/3* 3Megapixel progressive scan CMOS 

Scanning System: 

Progressive 

Electronic Shutter Speed: 

Auto/Manual, l/3(4)~l/100000s 

Min. Illumination: 

0. lLux/F1.4 (Color), 0tux/F14(IR on) 

Wide Dynamic Range: 

WDR (>50dB) 

3-Axis: 

Yes 

Camera Features 

Max. IR LEDs Length: 

30m 

Day/Night: 

Auto(ICR)/Color/B/W 

Backlight Compensation: 

BLC/HLC/DWDR 

White Balance /6ain Control: 

Auto/Manual 

Noise Reduction: 

30 

Privacy Masking: 

Up to 4 areas 

Lens 

Focal Length: 

2.7mm~12mm F1.4 : H: 92*-28* 

Focus: 

Auto 

Lens Type: 

Motorized/Fixed Iris 

Mount Type: 

Board-in Type 

Video 

Compression: 

H.264,MJPEG.MPEG4 

Resolution: 

3M(2304x1296) 2MP(1920xl080) 1.3MP (1280x960) 

3M& 2MP/1080P(20fps) (1.3MP/2S/30fps) 




Technical Specifications 


Network 


Ethernet: 

RJ-45 |10/100Base-T) 

Wi-Fi: 

NO 

Protocol: 

IPv4/IPv6, HTTP, HTTPS, SSL, TCP/IP, UDP, UPnP, ICMP, IGMP, SNMP, RTSP, RTP, SMTP. NTP, DHCP, DNS, 

Compatibility: 

ONVIF, CGI 

Interface 


Memory Slot: 

Micro SD slot: up to (128GB) 

RS485: 

N/A 

Alarm: 

Motion detection 

General 


Power Supply: 

DC12V, PoE (802.3af) 

Power Consumption: 

<8.SW 

Working Environment: 

-30*C~r60*C, Less than 95% RH 

Ingress Protection: 

IP67 

Vandal Resistance: 

IK10 

Dimensions: 

4>122mmx89mm 

Weight: 

0.5kg 

Audio: 

NO 

Accessories: 

E-A137-JB E-B200-FM E-B203-WM A-Pde Mount 

• A ^ ^ 

A-CNR E-A152-PM E-A152-CM 
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Storage and Bandwidth Calculator 


Qty Resolution Compression Data Rate (Kbps) FPS Motion Days Bandwidth (mbps) Storage(GB) 

11819.52 


HI 


H.264 ▼ j |3135[ | 10 | 40 | 30 | 100.3: 


a 


+ Add Row 


32 100.3 Mbps 11.82 TB 

The bitrate of each resolution is based on an average. Actual results may vary based on the amount of motion and complexity of the image. 
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A-54-OD 

3MP Outdoor Dome Camera 


Overview 


• 3 megapixel resolution 
•SOfpsat 1Q80P 

• Motorized VF lens 

• IP66 

> True WDR 120db 

• Analytics: 

Defocus Detection, face detection, audio 
exception detection & intrusion detection 

• Built-in heater 

• 3-axis (pan/tilt/rotation) positioning 

• IR cut filter with auto switch 

• Two-Way audio 

• Video Insight VMS License Included 


advidia 



Technical Specifications 


Device 


Image Sensor: 

1/2 8' Progressive Scan CMOS 

Min. Mumi nation: 

0.01 Lux ♦(FIJ.AGC ON), 0 Lux with IR 

0.014 Lux 9IF1.4.AGC ON). 0 Lux with IR 

Shutter Time: 

Is to 1/100,000 s 

Lens: 

2 JB - 9 mmg F1.4, angle of view : 91.2*-28.3* 

Auto Iris: 

DC drive 

Angle Adjustment: 

Pan: 10*-355\ Tilt 0- 75*, Rotation: 10-3S5* 

3-Axis Adjustment 

Yes 

Lens Mount 

♦14 

Digital Noise Reduction: 

3DDMR 

WDR Range 

120db 

Compression Standard 


Video Compression: 

H.264.MPEG4.MJPEG 

Bit Rate: 

32 Kbps'* 16 Mbps 

H.264 Type: 

Baseline Proftle/Main Profile/High Profile 

Audio Compression: 

G.711/G.722.1/G.728/MP2L2 

Audio Bit Rate: 

64Kbps(G.711) / 16KbpS(G.722.1) / 16Kbps(G.726)/32- 
128Kb ps(MP2L2) 

Image 


Max. Image Resolution: 

2048x1536 

Frame Rate: 

4Sfps(2048 x 1536), 60fps(1920 * 1080) /(1280 * 960)/(1280 * 720) 

ROI (Region of Interest): 

Users can configure up to 4 areas in all the three streams. 

BLC (Back Light Compensation: 

Support, Zone optional 

Defog: 

Support 

Day/NIght Switch 

Auto/Schedule/Triggered by alarm in 




Technical Specifications 


Network 


Analytics & Alarm Trigger: 

Line crossing Detection, Intrusion detection. Scene change detection. Defocus detection, audio exception detection. 
Motion detection. Face detection. Dynamic analysis. Tampering alarm. Network disconnect, IP address conflict 

Protocols: 

TCP/IP,ICMP,HTTP,HTTPS,DHCP,DNS.RTP,RT5P,RTCP, NTP,SMTP,5NMP,IGMP,IPv6,BonjOur 

Security: 

User authentication, watermark. IP address filtering, anonymous access 

System Compatibly: 

ONVIF. PSIA. 

Interface 


Communication Interface: 

1 RJ45 10 M/100 M Ethernet interface 

Audio Input: 

1-ch 3.5 mm audio interface. Me in/Une in 

Audio Output: 

1-ch 3.S mm audio interface 

Alarm Input-Output 

1/1 

Reset Button: 

Yes 

On-Board Storage: 

Built-in Micro SO slot up to (64 GB) 

General 


Operating Condttions: 

-40* F - 140* F (-40*C-60*q Humidity 95% or less (non-condensing) 

Power Supply: 

12 VDC ± 10%. PoE (802Jaf) 

Power Consumption: 

Max. 12W 

Impact Protection: 

IEC6006S-2-75Eh, 50J, ENS0102, up to K10 

Weather Proof Rating: 

IP66 

IR Range: 

Approx. 30-90ft (10 to 30 meters) 

Dimensions: 

06.29" *5.75* (0164.9 * 127 mm) 

Weight 

4.62lbs (2095g) 

Software: 

Includes Video Insight VMS license 

Accessories: 

A-MWM A-MC-OO A-44-Pendant 

% « 1 

A-Pole Mount A-CNR A-Smoke Dome 

f Q| A 
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E-37-V 

Dome Camera 


Overview 

• 3 megapixel resolution 

• H.264 & MiPEG dual-stream encoding 

• WDR with Day/Night (ICR), 3DNR, AWB, AGC, BLC 

• 2.7-12mm Auto focus motorized lens 

• 3-axis positioning 

• IP67, IK10, PoE 

• Micro SD card slot, up to 128GB 

• IR LEDs Length 30m 

• Video Insight VMS License Included 

Technical Specifications 


advidia 




Device 


Image Sensor: 

1/3* 3Megapixel progressive scan CMOS 

Scanning System: 

Progressive 

Electronic Shutter Speed: 

Auto/Manual, l/3(4)~l/100000s 

Min. Illumination: 

0. lLux/F1.4 (Color), 0tux/F14(IR on) 

Wide Dynamic Range: 

WDR (>50dB) 

3-Axis: 

Yes 

Camera Features 

Max. IR LEDs Length: 

30m 

Day/Night: 

Auto(ICR)/Color/B/W 

Backlight Compensation: 

BLC/HLC/DWDR 

White Balance /6ain Control: 

Auto/Manual 

Noise Reduction: 

30 

Privacy Masking: 

Up to 4 areas 

Lens 

Focal Length: 

2.7mm~12mm F1.4 : H: 92*-28* 

Focus: 

Auto 

Lens Type: 

Motorized/Fixed Iris 

Mount Type: 

Board-in Type 

Video 

Compression: 

H.264,MJPEG.MPEG4 

Resolution: 

3M(2304x1296) 2MP(1920xl080) 1.3MP (1280*960) 

3M& 2MP/1080P(20tps) <1.3MP/2S/30fps) 




Technical Specifications 


Network 


Ethernet: 

RJ-45 |10/100Base-T) 

Wi-Fi: 

NO 

Protocol: 

IPv4/IPv6, HTTP, HTTPS, SSL, TCP/IP, UDP, UPnP, ICMP, IGMP, SNMP, RTSP, RTP, SMTP. NTP, DHCP, DNS, 

Compatibility: 

ONVIF, CGI 

Interface 


Memory Slot: 

Micro SD slot: up to (128GB) 

RS485: 

N/A 

Alarm: 

Motion detection 

General 


Power Supply: 

DC12V, PoE (802.3af) 

Power Consumption: 

<8JjW 

Working Environment: 

-30*C~r60*C, Less than 95% RH 

Ingress Protection: 

IP67 

Vandal Resistance: 

IK10 

Dimensions: 

4>122mm*89mm 

Weight: 

0.5kg 

Audio: 

NO 

Accessories: 

E-A137-JB E-B200-FM E-B203-WM A-Pde Mount 

~ 

A-CNR E-A152-PM E-A152-CM 
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Storage and Bandwidth Calculator 


Qty Resolution Compression Data Rate (Kbps) FPS Motion Days Bandwidth (mbps) Storage(GB) 

11819.52 


HI 


H.264 ▼ j |3135[ | 10 | 40 | 30 | 100.3: 


a 


+ Add Row 


32 100.3 Mbps 11.82 TB 

The bitrate of each resolution is based on an average. Actual results may vary based on the amount of motion and complexity of the image. 
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A-54-OD 

3MP Outdoor Dome Camera 


Overview 


• 3 megapixel resolution 
•SOfpsat 1Q80P 

• Motorized VF lens 

• IP66 

> True WDR 120db 

• Analytics: 

Defocus Detection, face detection, audio 
exception detection & intrusion detection 

• Built-in heater 

• 3-axis (pan/tilt/rotation) positioning 

• IR cut filter with auto switch 

• Two-Way audio 

• Video Insight VMS License Included 


advidia 



Technical Specifications 


Device 


Image Sensor: 

1/2 8' Progressive Scan CMOS 

Min. Mumi nation: 

0.01 Lux ♦(FIJ.AGC ON), 0 Lux with IR 

0.014 Lux 9IF1.4.AGC ON). 0 Lux with IR 

Shutter Time: 

Is to 1/100,000 s 

Lens: 

2 JB - 9 mmg F1.4, angle of view : 91.2*-28.3* 

Auto Iris: 

DC drive 

Angle Adjustment: 

Pan: 10*-355*, Tilt 0- 75*, Rotation: 10-3S5* 

3-Axis Adjustment 

Yes 

Lens Mount 

♦14 

Digital Noise Reduction: 

30 OMR 

WDR Range 

120db 

Compression Standard 


Video Compression: 

H.264.MPEG4.MJPEG 

Bit Rate: 

32 Kbps-16 Mbps 

H.264 Type: 

Baseline Proftle/Main Profile/High Profile 

Audio Compression: 

G.711/G.722.1/G.728/MP2L2 

Audio Bit Rate: 

64Kbps(G.711) / 16KbpS(G.722.1) / 16Kbps(G.726)/32- 
128Kb ps(MP2L2) 

Image 


Max. Image Resolution: 

2048x1536 

Frame Rate: 

4Sfps(2048 x 1536), 60fps(1920 x 1080) /(1280 « 960)/(1280 x 720) 

ROI (Region of Interest): 

Users can configure up to 4 areas in all the three streams. 

BLC (Back Light Compensation: 

Support, Zone optional 

Defog: 

Support 

Day/NIght Switch 

Auto/Schedule/Triggered by alarm in 




Technical Specifications 


Network 


Analytics & Alarm Trigger: 

Line crossing Detection, Intrusion detection. Scene change detection. Defocus detection, audio exception detection. 
Motion detection. Face detection. Dynamic analysis. Tampering alarm. Network disconnect, IP address conflict 

Protocols: 

TCP/IP,ICMP,HTTP,HTTPS,DHCP,DNS.RTP,RT5P,RTCP, NTP,SMTP,5NMP,IGMP,IPv6,BonjOur 

Security: 

User authentication, watermark. IP address filtering, anonymous access 

System Compatibly: 

ONVIF. PSIA. 

Interface 


Communication Interface: 

1 RJ45 10 M/100 M Ethernet interface 

Audio Input: 

1-ch 3.5 mm audio interface. Me in/Une in 

Audio Output: 

1-ch 3.S mm audio interface 

Alarm Input-Output 

1/1 

Reset Button: 

Yes 

On-Board Storage: 

Built-in Micro SO slot up to (64 GB) 

General 


Operating Condttions: 

-40* F - 140* F (-40*C-60*q Humidity 95% or less (non-condensing) 

Power Supply: 

12 VDC ± 10%. PoE (802Jaf) 

Power Consumption: 

Max. 12W 

Impact Protection: 

IEC6006S-2-75Eh, 50J, ENS0102, up to K10 

Weather Proof Rating: 

IP66 

IR Range: 

Approx. 30-90ft (10 to 30 meters) 

Dimensions: 

06.29" *5.75" (0164.9 * 127 mm) 

Weight 

4.62lbs (2095g) 

Software: 

Includes Video Insight VMS license 

Accessories: 

A-MWM A-MC-OO A-44-Pendant 

% « 1 

A-Pole Mount A-CNR A-Smoke Dome 

f Q| A 
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E-37-V 

Dome Camera 


Overview 

• 3 megapixel resolution 

• H.264 & MiPEG dual-stream encoding 

• WDR with Day/Night (ICR), 3DNR, AWB, AGC, BLC 

• 2.7-12mm Auto focus motorized lens 

• 3-axis positioning 

• IP67, IK10, PoE 

• Micro SD card slot, up to 128GB 

• IR LEDs Length 30m 

• Video Insight VMS License Included 

Technical Specifications 


advidia 




Device 


Image Sensor: 

1/3* 3Megapixel progressive scan CMOS 

Scanning System: 

Progressive 

Electronic Shutter Speed: 

Auto/Manual, l/3(4)~l/100000s 

Min. Illumination: 

0. lLux/F1.4 (Color), 0tux/F14(IR on) 

Wide Dynamic Range: 

WDR (>50dB) 

3-Axis: 

Yes 

Camera Features 

Max. IR LEDs Length: 

30m 

Day/Night: 

Auto(ICR)/Color/B/W 

Backlight Compensation: 

BLC/HLC/DWDR 

White Balance /6ain Control: 

Auto/Manual 

Noise Reduction: 

30 

Privacy Masking: 

Up to 4 areas 

Lens 

Focal Length: 

2.7mm~12mm F1.4 : H: 92*-28* 

Focus: 

Auto 

Lens Type: 

Motorized/Fixed Iris 

Mount Type: 

Board-in Type 

Video 

Compression: 

H.264,MJPEG.MPEG4 

Resolution: 

3M(2304x1296) 2MP(1920xl080) 1.3MP (1280x960) 

3M& 2MP/1080P(20fps) (1.3MP/2S/30fps) 




Technical Specifications 


Network 


Ethernet: 

RJ-45 |10/100Base-T) 

Wi-Fi: 

NO 

Protocol: 

IPv4/IPv6, HTTP, HTTPS, SSL, TCP/IP, UDP, UPnP, ICMP, IGMP, SNMP, RTSP, RTP, SMTP. NTP, DHCP, DNS, 

Compatibility: 

ONVIF, CGI 

Interface 


Memory Slot: 

Micro SD slot: up to (128GB) 

RS485: 

N/A 

Alarm: 

Motion detection 

General 


Power Supply: 

DC12V, PoE (802.3af) 

Power Consumption: 

<8.SW 

Working Environment: 

-30*C~r60*C, Less than 95% RH 

Ingress Protection: 

IP67 

Vandal Resistance: 

IK10 

Dimensions: 

4>122mmx89mm 

Weight: 

0.5kg 

Audio: 

NO 

Accessories: 

E-A137-JB E-B200-FM E-B203-WM A-Pde Mount 

• A ^ ^ 

A-CNR E-A152-PM E-A152-CM 
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A-54-OD 

3MP Outdoor Dome Camera 


Overview 


• 3 megapixel resolution 
•SOfpsat 1Q80P 

• Motorized VF lens 

• IP66 

> True WDR 120db 

• Analytics: 

Defocus Detection, face detection, audio 
exception detection & intrusion detection 

• Built-in heater 

• 3-axis (pan/tilt/rotation) positioning 

• IR cut filter with auto switch 

• Two-Way audio 

• Video Insight VMS License Included 


advidia 



Technical Specifications 


Device 


Image Sensor: 

1/2 8' Progressive Scan CMOS 

Min. Mumi nation: 

0.01 Lux ♦(FIJ.AGC ON), 0 Lux with IR 

0.014 Lux 9IF1.4.AGC ON). 0 Lux with IR 

Shutter Time: 

Is to 1/100,000 s 

Lens: 

2 JB - 9 mmg F1.4, angle of view : 91.2*-28.3* 

Auto Iris: 

DC drive 

Angle Adjustment: 

Pan: 10*-355\ Tilt 0- 75*, Rotation: 10-3S5* 

3-Axis Adjustment 

Yes 

Lens Mount 

♦14 

Digital Noise Reduction: 

30 OMR 

WDR Range 

120db 

Compression Standard 


Video Compression: 

H.264.MPEG4.MJPEG 

Bit Rate: 

32 Kbps'* 16 Mbps 

H.264 Type: 

Baseline Proftle/Main Profile/High Profile 

Audio Compression: 

G.711/G.722.1/G.728/MP2L2 

Audio Bit Rate: 

64Kbps(G.711) / 16KbpS(G.722.1) / 16Kbps(G.726)/32- 
128Kb ps(MP2L2) 

Image 


Max. Image Resolution: 

2048x1536 

Frame Rate: 

4Sfps(2048 x 1536), 60fps(1920 x 1080) /(1280 « 960)/(1280 x 720) 

ROI (Region of Interest): 

Users can configure up to 4 areas in all the three streams. 

BLC (Back Light Compensation: 

Support, Zone optional 

Defog: 

Support 

Day/NIght Switch 

Auto/Schedule/Triggered by alarm in 




Technical Specifications 


Network 


Analytics & Alarm Trigger: 

Line crossing Detection, Intrusion detection. Scene change detection. Defocus detection, audio exception detection. 
Motion detection. Face detection. Dynamic analysis. Tampering alarm. Network disconnect, IP address conflict 

Protocols: 

TCP/IP,ICMP,HTTP,HTTPS,DHCP,DNS.RTP,RT5P,RTCP, NTP,SMTP,5NMP,IGMP,IPv6,BonjOur 

Security: 

User authentication, watermark. IP address filtering, anonymous access 

System Compatibly: 

ONVIF. PSIA. 

Interface 


Communication Interface: 

1 RJ45 10 M/100 M Ethernet interface 

Audio Input: 

1-ch 3.5 mm audio interface. Me in/Une in 

Audio Output: 

1-ch 3.S mm audio interface 

Alarm Input-Output 

1/1 

Reset Button: 

Yes 

On-Board Storage: 

Built-in Micro SO slot up to (64 GB) 

General 


Operating Condttions: 

-40* F - 140* F (-40*C-60*q Humidity 95% or less (non-condensing) 

Power Supply: 

12 VDC ± 10%. PoE (802Jaf) 

Power Consumption: 

Max. 12W 

Impact Protection: 

IEC6006S-2-75Eh, 50J, ENS0102, up to K10 

Weather Proof Rating: 

IP66 

IR Range: 

Approx. 30-90ft (10 to 30 meters) 

Dimensions: 

06.29" *5.75" (0164.9 * 127 mm) 

Weight 

4.62lbs (2095g) 

Software: 

Includes Video Insight VMS license 

Accessories: 

A-MWM A-MC-OO A-44-Pendant 

% « 1 

A-Pole Mount A-CNR A-Smoke Dome 
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E-37-V 

Dome Camera 


Overview 

• 3 megapixel resolution 

• H.264 & MiPEG dual-stream encoding 

• WDR with Day/Night (ICR), 3DNR, AWB, AGC, BLC 

• 2.7-12mm Auto focus motorized lens 

• 3-axis positioning 

• IP67, IK10, PoE 

• Micro SD card slot, up to 128GB 

• IR LEDs Length 30m 

• Video Insight VMS License Included 

Technical Specifications 


advidia 




Device 


Image Sensor: 

1/3* 3Megapixel progressive scan CMOS 

Scanning System: 

Progressive 

Electronic Shutter Speed: 

Auto/Manual, l/3(4)~l/100000s 

Min. Illumination: 

0. lLux/F1.4 (Color), 0tux/F14(IR on) 

Wide Dynamic Range: 

WDR (>50dB) 

3-Axis: 

Yes 

Camera Features 

Max. IR LEDs Length: 

30m 

Day/Night: 

Auto(ICR)/Color/B/W 

Backlight Compensation: 

BLC/HLC/DWDR 

White Balance /6ain Control: 

Auto/Manual 

Noise Reduction: 

30 

Privacy Masking: 

Up to 4 areas 

Lens 

Focal Length: 

2.7mm~12mm F1.4 : H: 92*-28* 

Focus: 

Auto 

Lens Type: 

Motorized/Fixed Iris 

Mount Type: 

Board-in Type 

Video 

Compression: 

H.264,MJPEG.MPEG4 

Resolution: 

3M(2304x1296) 2MP(1920xl080) 1.3MP (1280x960) 

3M& 2MP/1080P(20fps) (1.3MP/2S/30fps) 




Technical Specifications 


Network 


Ethernet: 

RJ-45 |10/100Base-T) 

Wi-Fi: 

NO 

Protocol: 

IPv4/IPv6, HTTP, HTTPS, SSL, TCP/IP, UDP, UPnP, ICMP, IGMP, SNMP, RTSP, RTP, SMTP. NTP, DHCP, DNS, 

Compatibility: 

ONVIF, CGI 

Interface 


Memory Slot: 

Micro SD slot: up to (128GB) 

RS485: 

N/A 

Alarm: 

Motion detection 

General 


Power Supply: 

DC12V, PoE (802.3af) 

Power Consumption: 

<8.SW 

Working Environment: 

-30*C~r60*C, Less than 95% RH 

Ingress Protection: 

IP67 

Vandal Resistance: 

IK10 

Dimensions: 

4>122mmx89mm 

Weight: 

0.5kg 

Audio: 

NO 

Accessories: 

E-A137-JB E-B200-FM E-B203-WM A-Pde Mount 

• A ^ ^ 

A-CNR E-A152-PM E-A152-CM 
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Storage and Bandwidth Calculator 

Qty Resolution 

Compression Data Rate (Kbps) FPS Motion Days 
<*> 

Bandwidth (mbps) 

Storage(GB) 

0 

29 3M 

H.264 ▼ 3135 | 10 40 30 

90.92 

10711.44 

+ Add Row 





29 


90.9 Mbps 

10.71 TB 


The bitrate of each resolution 

is based on an average. Actual results may vary based on the amount of motion and complexity of the image. 
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A-54-OD 

3MP Outdoor Dome Camera 


Overview 


• 3 megapixel resolution 
•SOfpsat 1Q80P 

• Motorized VF lens 

• IP66 

> True WDR 120db 

• Analytics: 

Defocus Detection, face detection, audio 
exception detection & intrusion detection 

• Built-in heater 

• 3-axis (pan/tilt/rotation) positioning 

• IR cut filter with auto switch 

• Two-Way audio 

• Video Insight VMS License Included 


advidia 



Technical Specifications 


Device 


Image Sensor: 

1/2 8' Progressive Scan CMOS 

Min. Mumi nation: 

0.01 Lux ♦(FIJ.AGC ON), 0 Lux with IR 

0.014 Lux 9IF1.4.AGC ON). 0 Lux with IR 

Shutter Time: 

Is to 1/100,000 s 

Lens: 

2 JB - 9 mmg F1.4, angle of view : 91.2*-28.3* 

Auto Iris: 

DC drive 

Angle Adjustment: 

Pan: 10*-355*, Tilt 0- 75*, Rotation: 10-3S5* 

3-Axis Adjustment 

Yes 

Lens Mount 

♦14 

Digital Noise Reduction: 

30 OMR 

WDR Range 

120db 

Compression Standard 


Video Compression: 

H.264.MPEG4.MJPEG 

Bit Rate: 

32 Kbps'* 16 Mbps 

H.264 Type: 

Baseline Proftle/Main Profile/High Profile 

Audio Compression: 

G.711/G.722.1/G.728/MP2L2 

Audio Bit Rate: 

64Kbps(G.711) / 16KbpS(G.722.1) / 16Kbps(G.726)/32- 
128Kb ps(MP2L2) 

Image 


Max. Image Resolution: 

2048x1536 

Frame Rate: 

4Sfps(2048 x 1536), 60fps(1920 x 1080) /(1280 « 960)/(1280 x 720) 

ROI (Region of Interest): 

Users can configure up to 4 areas in all the three streams. 

BLC (Back Light Compensation: 

Support, Zone optional 

Defog: 

Support 

Day/NIght Switch 

Auto/Schedule/Triggered by alarm in 




Technical Specifications 


Network 


Analytics & Alarm Trigger: 

Line crossing Detection, Intrusion detection. Scene change detection. Defocus detection, audio exception detection. 
Motion detection. Face detection. Dynamic analysis. Tampering alarm. Network disconnect, IP address conflict 

Protocols: 

TCP/IP,ICMP,HTTP,HTTPS,DHCP,DNS.RTP,RT5P,RTCP, NTP,SMTP,5NMP,IGMP,IPv6,BonjOur 

Security: 

User authentication, watermark. IP address filtering, anonymous access 

System Compatibly: 

ONVIF. PSIA. 

Interface 


Communication Interface: 

1 RJ45 10 M/100 M Ethernet interface 

Audio Input: 

1-ch 3.5 mm audio interface. Me in/Une in 

Audio Output: 

1-ch 3.S mm audio interface 

Alarm Input-Output 

1/1 

Reset Button: 

Yes 

On-Board Storage: 

Built-in Micro SO slot up to (64 GB) 

General 


Operating Condttions: 

-40* F - 140* F (-40*C-60*q Humidity 95% or less (non-condensing) 

Power Supply: 

12 VDC ± 10%. PoE (802Jaf) 

Power Consumption: 

Max. 12W 

Impact Protection: 

IEC6006S-2-75Eh, 50J, ENS0102, up to K10 

Weather Proof Rating: 

IP66 

IR Range: 

Approx. 30-90ft (10 to 30 meters) 

Dimensions: 

06.29" *5.75" (0164.9 * 127 mm) 

Weight 

4.62lbs (2095g) 

Software: 

Includes Video Insight VMS license 

Accessories: 

A-MWM A-MC-OO A-44-Pendant 

% « 1 

A-Pole Mount A-CNR A-Smoke Dome 

f Q| A 
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E-37-V 

Dome Camera 


Overview 

• 3 megapixel resolution 

• H.264 & MiPEG dual-stream encoding 

• WDR with Day/Night (ICR), 3DNR, AWB, AGC, BLC 

• 2.7-12mm Auto focus motorized lens 

• 3-axis positioning 

• IP67, IK10, PoE 

• Micro SD card slot, up to 128GB 

• IR LEDs Length 30m 

• Video Insight VMS License Included 

Technical Specifications 


advidia 




Device 


Image Sensor: 

1/3* 3Megapixel progressive scan CMOS 

Scanning System: 

Progressive 

Electronic Shutter Speed: 

Auto/Manual, l/3(4)~l/100000s 

Min. Illumination: 

0. lLux/F1.4 (Color), 0tux/F14(IR on) 

Wide Dynamic Range: 

WDR (>50dB) 

3-Axis: 

Yes 

Camera Features 

Max. IR LEDs Length: 

30m 

Day/Night: 

Auto(ICR)/Color/B/W 

Backlight Compensation: 

BLC/HLC/DWDR 

White Balance /6ain Control: 

Auto/Manual 

Noise Reduction: 

30 

Privacy Masking: 

Up to 4 areas 

Lens 

Focal Length: 

2.7mm~12mm F1.4 : H: 92*-28* 

Focus: 

Auto 

Lens Type: 

Motorized/Fixed Iris 

Mount Type: 

Board-in Type 

Video 

Compression: 

H.264,MJPEG.MPEG4 

Resolution: 

3M(2304x1296) 2MP(1920xl080) 1.3MP (1280x960) 

3M& 2MP/1080P(20fps) (1.3MP/2S/30fps) 




Technical Specifications 


Network 


Ethernet: 

RJ-45 |10/100Base-T) 

Wi-Fi: 

NO 

Protocol: 

IPv4/IPv6, HTTP, HTTPS, SSL, TCP/IP, UDP, UPnP, ICMP, IGMP, SNMP, RTSP, RTP, SMTP. NTP, DHCP, DNS, 

Compatibility: 

ONVIF, CGI 

Interface 


Memory Slot: 

Micro SD slot: up to (128GB) 

RS485: 

N/A 

Alarm: 

Motion detection 

General 


Power Supply: 

DC12V, PoE (802.3af) 

Power Consumption: 

<8.SW 

Working Environment: 

-30*C~r60*C, Less than 95% RH 

Ingress Protection: 

IP67 

Vandal Resistance: 

IK10 

Dimensions: 

4>122mmx89mm 

Weight: 

0.5kg 

Audio: 

NO 

Accessories: 

E-A137-JB E-B200-FM E-B203-WM A-Pde Mount 

• A ^ ^ 

A-CNR E-A152-PM E-A152-CM 
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Storage and Bandwidth Calculator 


Qty Resolution Compression Data Rate (Kbps) FPS Motion Days Bandwidth (mbps) Storage(GB) 


H.264 ^ 1 3135 | 10 | 40 | 30 | 84.64 9972.72 X 


+ Add Row 


27 84.6 Mbps 9.97 TB 

The bitrate of each resolution is based on an average. Actual results may vary based on the amount of motion and complexity of the image. 
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A-54-OD 

3MP Outdoor Dome Camera 


Overview 


• 3 megapixel resolution 
•SOfpsat 1Q80P 

• Motorized VF lens 

• IP66 

> True WDR 120db 

• Analytics: 

Defocus Detection, face detection, audio 
exception detection & intrusion detection 

• Built-in heater 

• 3-axis (pan/tilt/rotation) positioning 

• IR cut filter with auto switch 

• Two-Way audio 

• Video Insight VMS License Included 


advidia 



Technical Specifications 


Device 


Image Sensor: 

1/2 8' Progressive Scan CMOS 

Min. Mumi nation: 

0.01 Lux ♦(FIJ.AGC ON), 0 Lux with IR 

0.014 Lux 9IF1.4.AGC ON). 0 Lux with IR 

Shutter Time: 

Is to 1/100,000 s 

Lens: 

2 JB - 9 mmg F1.4, angle of view : 91.2*-28.3* 

Auto Iris: 

DC drive 

Angle Adjustment: 

Pan: 10*-355*, Tilt 0- 75*, Rotation: 10-3S5* 

3-Axis Adjustment 

Yes 

Lens Mount 

♦14 

Digital Noise Reduction: 

30 OMR 

WDR Range 

120db 

Compression Standard 


Video Compression: 

H.264.MPEG4.MJPEG 

Bit Rate: 

32 Kbps'* 16 Mbps 

H.264 Type: 

Baseline Proftle/Main Profile/High Profile 

Audio Compression: 

G.711/G.722.1/G.728/MP2L2 

Audio Bit Rate: 

64Kbps(G.711) / 16KbpS(G.722.1) / 16Kbps(G.726)/32- 
128Kb ps(MP2L2) 

Image 


Max. Image Resolution: 

2048x1536 

Frame Rate: 

45fps(2048 x 1536), 60fps(1920 * 1080) /(1280 « 960)/(1280 x 720) 

ROI (Region of Interest): 

Users can configure up to 4 areas in all the three streams. 

BLC (Back Light Compensation: 

Support, Zone optional 

Defog: 

Support 

Day/NIght Switch 

Auto/Schedule/Triggered by alarm in 




Technical Specifications 


Network 


Analytics & Alarm Trigger: 

Line crossing Detection, Intrusion detection. Scene change detection. Defocus detection, audio exception detection. 
Motion detection. Face detection. Dynamic analysis. Tampering alarm. Network disconnect, IP address conflict 

Protocols: 

TCP/IP,ICMP,HTTP,HTTPS,DHCP,DNS.RTP,RT5P,RTCP, NTP,SMTP,5NMP,IGMP,IPv6,BonjOur 

Security: 

User authentication, watermark. IP address filtering, anonymous access 

System Compatibly: 

ONVIF. PSIA. 

Interface 


Communication Interface: 

1 RJ45 10 M/100 M Ethernet interface 

Audio Input: 

1-ch 3.5 mm audio interface. Me in/Une in 

Audio Output: 

1-ch 3.S mm audio interface 

Alarm Input-Output 

1/1 

Reset Button: 

Yes 

On-Board Storage: 

Built-in Micro SO slot up to (64 GB) 

General 


Operating Condttions: 

-40* F - 140* F (-40*C-60*q Humidity 95% or less (non-condensing) 

Power Supply: 

12 VDC ± 10%. PoE (802Jaf) 

Power Consumption: 

Max. 12W 

Impact Protection: 

IEC6006S-2-75Eh, 50J, ENS0102, up to K10 

Weather Proof Rating: 

IP66 

IR Range: 

Approx. 30-90ft (10 to 30 meters) 

Dimensions: 

06.29" *5.75" (0164.9 * 127 mm) 

Weight 

4.62lbs (2095g) 

Software: 

Includes Video Insight VMS license 

Accessories: 

A-MWM A-MC-OO A-44-Pendant 

% « 1 

A-Pole Mount A-CNR A-Smoke Dome 
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E-37-V 

Dome Camera 


Overview 

• 3 megapixel resolution 

• H.264 & MiPEG dual-stream encoding 

• WDR with Day/Night (ICR), 3DNR, AWB, AGC, BLC 

• 2.7-12mm Auto focus motorized lens 

• 3-axis positioning 

• IP67, IK10, PoE 

• Micro SD card slot, up to 128GB 

• IR LEDs Length 30m 

• Video Insight VMS License Included 

Technical Specifications 
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Device 


Image Sensor: 

1/3* 3Megapixel progressive scan CMOS 

Scanning System: 

Progressive 

Electronic Shutter Speed: 

Auto/Manual, l/3(4)~l/100000s 

Min. Illumination: 

0. lLux/F1.4 (Color), 0tux/F14(IR on) 

Wide Dynamic Range: 

WDR (>50dB) 

3-Axis: 

Yes 

Camera Features 

Max. IR LEDs Length: 

30m 

Day/Night: 

Auto(ICR)/Color/B/W 

Backlight Compensation: 

BLC/HLC/DWDR 

White Balance /6ain Control: 

Auto/Manual 

Noise Reduction: 

30 

Privacy Masking: 

Up to 4 areas 

Lens 

Focal Length: 

2.7mm~12mm F1.4 : H: 92*-28* 

Focus: 

Auto 

Lens Type: 

Motorized/Fixed Iris 

Mount Type: 

Board-in Type 

Video 

Compression: 

H.264,MJPEG.MPEG4 

Resolution: 

3M(2304x1296) 2MP(1920xl080) 1.3MP (1280x960) 

3M& 2MP/1080P(20fps) (1.3MP/2S/30fps) 




Technical Specifications 


Network 


Ethernet: 

RJ-45 |10/100Base-T) 

Wi-Fi: 

NO 

Protocol: 

IPv4/IPv6, HTTP, HTTPS, SSL, TCP/IP, UDP, UPnP, ICMP, IGMP, SNMP, RTSP, RTP, SMTP. NTP, DHCP, DNS, 

Compatibility: 

ONVIF, CGI 

Interface 


Memory Slot: 

Micro SD slot: up to (128GB) 

RS485: 

N/A 

Alarm: 

Motion detection 

General 


Power Supply: 

DC12V, PoE (802.3af) 

Power Consumption: 

<8.SW 

Working Environment: 

-30*C~r60*C, Less than 95% RH 

Ingress Protection: 

IP67 

Vandal Resistance: 

IK10 

Dimensions: 

4>122mmx89mm 

Weight: 

0.5kg 

Audio: 

NO 

Accessories: 

E-A137-JB E-B200-FM E-B203-WM A-Pde Mount 

• A ^ ^ 

A-CNR E-A152-PM E-A152-CM 
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Storage and Bandwidth Calculator 


Qty Resolution Compression Data Rate (Kbps) FPS Motion Days Bandwidth (mbps) Storage(GB) 

% 

16 [ 3M - H.264 - [3135 | 10 | | 40 | | 30 | 50.16 5909.76 X 


+ Add Row 


16 50.2 Mbps 5.91 TB 

The bitrate of each resolution is based on an average. Actual results may vary based on the amount of motion and complexity of the image. 
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advidia 


A-54-OD 

3MP Outdoor Dome Camera 


Overview 


• 3 megapixel resolution 
•SOfpsat 1Q80P 

• Motorized VF lens 

• IP66 

> True WDR 120db 

• Analytics: 

Defocus Detection, face detection, audio 
exception detection & intrusion detection 

• Built-in heater 

• 3-axis (pan/tilt/rotation) positioning 

• IR cut filter with auto switch 

• Two-Way audio 

• Video Insight VMS License Included 


advidia 



Technical Specifications 


Device 


Image Sensor: 

1/2 8' Progressive Scan CMOS 

Min. Mumi nation: 

0.01 Lux ♦(FIJ.AGC ON), 0 Lux with IR 

0.014 Lux 9IF1.4.AGC ON). 0 Lux with IR 

Shutter Time: 

Is to 1/100,000 s 

Lens: 

2 JB - 9 mmg F1.4, angle of view : 91.2*-28.3* 

Auto Iris: 

DC drive 

Angle Adjustment: 

Pan: 10*-355*, Tilt 0- 75*, Rotation: 10-3S5* 

3-Axis Adjustment 

Yes 

Lens Mount 

♦14 

Digital Noise Reduction: 

30 OMR 

WDR Range 

120db 

Compression Standard 


Video Compression: 

H.264.MPEG4.MJPEG 

Bit Rate: 

32 Kbps'* 16 Mbps 

H.264 Type: 

Baseline Proftle/Main Profile/High Profile 

Audio Compression: 

G.711/G.722.1/G.728/MP2L2 

Audio Bit Rate: 

64Kbps(G.711) / 16KbpS(G.722.1) / 16Kbps(G.726)/32- 
128Kb ps(MP2L2) 

Image 


Max. Image Resolution: 

2048x1536 

Frame Rate: 

45fps(2048 x 1536), 60fps(1920 x 1080) /(1280 « 960)/(1280 x 720) 

ROI (Region of Interest): 

Users can configure up to 4 areas in all the three streams. 

BLC (Back Light Compensation: 

Support, Zone optional 

Defog: 

Support 

Day/NIght Switch 

Auto/Schedule/Triggered by alarm in 




Technical Specifications 


Network 


Analytics & Alarm Trigger: 

Line crossing Detection, Intrusion detection. Scene change detection. Defocus detection, audio exception detection. 
Motion detection. Face detection. Dynamic analysis. Tampering alarm. Network disconnect, IP address conflict 

Protocols: 

TCP/IP,ICMP,HTTP,HTTPS,DHCP,DNS.RTP,RT5P,RTCP, NTP,SMTP,5NMP,IGMP,IPv6,BonjOur 

Security: 

User authentication, watermark. IP address filtering, anonymous access 

System Compatibly: 

ONVIF. PSIA. 

Interface 


Communication Interface: 

1 RJ45 10 M/100 M Ethernet interface 

Audio Input: 

1-ch 3.5 mm audio interface. Me in/Une in 

Audio Output: 

1-ch 3.S mm audio interface 

Alarm Input-Output 

1/1 

Reset Button: 

Yes 

On-Board Storage: 

Built-in Micro SO slot up to (64 GB) 

General 


Operating Condttions: 

-40* F - 140* F (-40*C-60*q Humidity 95% or less (non-condensing) 

Power Supply: 

12 VDC ± 10%. PoE (802Jaf) 

Power Consumption: 

Max. 12W 

Impact Protection: 

IEC6006S-2-75Eh, 50J, ENS0102, up to K10 

Weather Proof Rating: 

IP66 

IR Range: 

Approx. 30-90ft (10 to 30 meters) 

Dimensions: 

06.29" *5.75" (0164.9 * 127 mm) 

Weight 

4.62lbs (2095g) 

Software: 

Includes Video Insight VMS license 

Accessories: 

A-MWM A-MC-OO A-44-Pendant 

% « 1 

A-Pole Mount A-CNR A-Smoke Dome 

f Q| A 
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E-37-V 

Dome Camera 


Overview 

• 3 megapixel resolution 

• H.264 & MiPEG dual-stream encoding 

• WDR with Day/Night (ICR), 3DNR, AWB, AGC, BLC 

• 2.7-12mm Auto focus motorized lens 

• 3-axis positioning 

• IP67, IK10, PoE 

• Micro SD card slot, up to 128GB 

• IR LEDs Length 30m 

• Video Insight VMS License Included 

Technical Specifications 


advidia 




Device 


Image Sensor: 

1/3* 3Megapixel progressive scan CMOS 

Scanning System: 

Progressive 

Electronic Shutter Speed: 

Auto/Manual, l/3(4)~l/100000s 

Min. Illumination: 

0. lLux/F1.4 (Color), 0tux/F14(IR on) 

Wide Dynamic Range: 

WDR (>50dB) 

3-Axis: 

Yes 

Camera Features 

Max. IR LEDs Length: 

30m 

Day/Night: 

Auto(ICR)/Color/B/W 

Backlight Compensation: 

BLC/HLC/DWDR 

White Balance /6ain Control: 

Auto/Manual 

Noise Reduction: 

30 

Privacy Masking: 

Up to 4 areas 

Lens 

Focal Length: 

2.7mm~12mm F1.4 : H: 92*-28* 

Focus: 

Auto 

Lens Type: 

Motorized/Fixed Iris 

Mount Type: 

Board-in Type 

Video 

Compression: 

H.264,MJPEG.MPEG4 

Resolution: 

3M(2304x1296) 2MP(1920xl080) 1.3MP (1280x960) 

3M& 2MP/1080P(20fps) (1.3MP/2S/30fps) 




Technical Specifications 


Network 


Ethernet: 

RJ-45 |10/100Base-T) 

Wi-Fi: 

NO 

Protocol: 

IPv4/IPv6, HTTP, HTTPS, SSL, TCP/IP, UDP, UPnP, ICMP, IGMP, SNMP, RTSP, RTP, SMTP. NTP, DHCP, DNS, 

Compatibility: 

ONVIF, CGI 

Interface 


Memory Slot: 

Micro SD slot: up to (128GB) 

RS485: 

N/A 

Alarm: 

Motion detection 

General 


Power Supply: 

DC12V, PoE (802.3af) 

Power Consumption: 

<8.SW 

Working Environment: 

-30*C~r60*C, Less than 95% RH 

Ingress Protection: 

IP67 

Vandal Resistance: 

IK10 

Dimensions: 

<J>122mmx89mm 

Weight: 

0.5kg 

Audio: 

NO 

Accessories: 

E-A137-JB E-B200-FM E-B203-WM A-Pde Mount 

• A ^ ^ 

A-CNR E-A152-PM E-A152-CM 
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Storage and Bandwidth Calculator 



Qty Resolution Compression Data Rate (Kbps) FPS Motion Days 

% 

Bandwidth (mbps) 

Storage(GB) 


6 D1 ^ H.264 ▼ 371 10 40 30 

+ Add Row 

2.23 

262.26 

■ 

6 

2.2 Mbps 

0.26 TB 


The bitrate of each resolution is based on an average. Actual results may vary based on the amount of motion and complexity of the image. 
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